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ACTION EUR-06 

INFO OCT-OI ISO-00 EB-05 SCI-01 AEC-02 XMB-OI FPC-OI 10-03 

RSC-OI DRC-OI /022W 

005549 

R 020850Z MAY 74 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 3891 
USDOC WASHDC 
INFO AMCONUGOL HSTA OUL 

UNCLAS ANKARA 3304 

E.O. II652 N/A 
TAGS: BEXP 

SUBJ: TURKISH ELECTRICITY AUTHORITY OFEICIALS VISIT USA. 

REE: ANKARA 2943; 2547. 

1 . COMAT TOLD THAT MR. HUSEYIN TEKINEL, DEPUTY DIRECTOR 
GENERAL TURKISH ELECTRICITY AUTHORITY, AND MR. AYHAN 
ERKAN, CHIEF POWER DIVISION, TEK, PLAN VISIT WASHINGTON 
MAY6 THROUGH MAY 10. PURPOSE OF VISIT DISCUSS AFSIN-ELBISTAN 
LIGNITE-POWER PROJECT PARTIAL EINANCING WITH WORLD BANK. 
CONTACT WILL BE IBRD VICE PRESIDENT BENJOJK. 

2. DEPT. MAY WISH ARRANGE INEORMAL MEETING WITH EXIMBANK 
OFEICIALS. 

3. REPRESENTATIVE OF BABCOCK WILOX MAY WISH MEET AND DISCUSS 
RECENT STEAM GENERATOR TENDER AFSIN-ELBISTAN PROJECT IN WHICH 
B&W LOW BIDDER. B&W AGENT RECENTLY TOLD EMBASSY THAT B&W HAS 
DECIDED WITHDRAW ITS BID OFFER. THIS UNFORTUNATE IN VIEW 

OF VERY FAVORABLE COMPETITIVE POSITION IN THAT TENDER AND 
B&W MAY HAVE OPPORTUNITY TO RECONSIDER AFTER TALKS WITH 
THESE OFEICIALS. 

4. DEPT MAY WISH ARRANGE MEETING PREFERABLY INFORMAL 
LUNCH WITH TEK OEFICIALS AND USAEC REPRESENTATIVE TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 03304 02I037Z 

DISCUSS TURKEY'S NUCLEAR POWER PLANT PROJECT. 
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